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UNCLASSIFIED 

PAGE 01 BERN 04088 010801Z 
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ACTION EUR- 12 

INFO OCT-01 ISO-OO FEAE-00 RSC-01 /014W 

068880 

R311626Z OCT 74 
FM AMEMBASSY BERN 
TO SECSTATE WASHDC 9777 
INFO USMISSION NATO 

UNCLAS BERN 4088 

E.O. 11652: N/A 

TAGS: SENV, ENRG, NATO, SZ 

SUBJECT: CCMS: ENERGY CONSERVATION-ELECTRIC UTILITY LOAD 
MANAGEMENT MEETING AT NATO HEADQUARTERS, 

NOVEMBER 12-13 

REF: A) USNATO 6043; B) USANTO 5973 

BEFORE CONTACTING OFFICIALS OF SWISS ELECTRICAL UTILITIES 
AS SUGGESTED REFTEL B, EMBASSY WOULD APPRECIATE RECEIVING 
AGENDA OF SUBJECT MEETING. ACCORDING TO REFTEL B, AGENDA 
CONTAINED IN STATE 228249 WHICH EMBASSY HAS NOT RPT NOT 
RECEIVED. 

ACTION REQUESTED: PLEASE REPEAT STATE 228249 TO BERN. 

DAVIS 

NOTE BY OC/T: STATE 228249 REPEATED TO BERN. 
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Errors: N/A 
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Line Count: 43 
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